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TO WHOM IT MAY CONCERN - AND IT MAY BE OF INTEREST 
AND APPLICATION TO ALMOST EVERY PERSON WHOSE BODILY 
HEALTH OR WELL BEING IS NOT UP TO WHAT 1$’DESIRED 
OR MAY REASONABLY BE EXPECTED. 

The following will explain, I hope, (1) the reasons 
for,(2) the explanation of and (3) the application of ray 
therapeutic invention, of which ’’THE SILVER SLIPPER" is a good 
example in its application to the extremities of the body 
though not limited thereto. 

The PRIMARY purpose of the Invention is to correct, 
permit, and to maintain the proper,normal blood circulation 
In the body or its extremities, such as Is enjoyed in youth, 
for older people when life or occupation, or age brings on 
more or less sedentary habits of living. 

The interference of the blood circulation in any 
part of the body, for young or old, causes pain or distress 
at the place where the natural flow is impeded; and rings 
nature's signals of disorder through the nervous system, and 
seems to place aches, pains and often extreme discomfort or 
distress at points distant from where the circulation is im¬ 
peded and the actual source of pain. 






